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FM AMEMBASSY ROME 
TO SECSTATE WASHDC 4893 


LIMITED OFFICIAL USE ROME 18767 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SECURITY IMPROVEMENTS FOR CONSULATE - FLORENCE 

REF: STATE 298804 

1. UNLESS OTHERWISE INSTRUCTED, POST PROPOSES USE OF BLIND- 
OVIS BULLET RESISTANT GLASS, 1.1/16 INCHES THICK, DELIVERED 
LOCALLY AT COST OF APPROXIMATELY $13.00 PER SQ. FOOT. THIS 
MATERIAL TESTED BY DEPARTMENT OF THE ARMY (AMMRC) FOR SY AND 
IS EQUIVALENT OF AMERADA 1.3/16 INCH GLASS AT $13.20 SQ. FT., 

PLUS SHIPPING COSTS. 

2. COST BREAKDOWN BEING TRANSLATED IN ROME. EXPECT TO FOR- 
WARD BEFORE END OF YEAR. VOLPE 
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